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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 218597 
ORIGIN OC-06 

INFO OCT-OI AF-IO ISO-00 CCO-00 SY-05 FBOE-00 A-OI 
/023R 

DRAFTED BY OC/PE-E/F:GLEENGLEBRAKE/PWS 

APPROVED BY A/OC:WENAEHER 

OC/PE:CGSHAW 

AF/EX:JBECKER 

A/SY/FOJKOLESNICK 

OC/S:LJCORRERI 

A/OC/AF:RLOCHMILLER 

DESIRED DISTRIBUTION 

A/SY/NSU, A/FBO 

075629 13I406Z/44 

PR 13I234ZSEP 77 
FM SECSTATE WASHDC 
TO AMEMBASSY MASERU PRIORITY 
INFO AMEMBASSY ACCRA 
AMEMBASSY GABORONE 
AMEMBASSY NAIROBI 
AMEMBASSY PRETORIA 

UNCLAS STATE 218597 

ACCRA/COMSPEC, NAIROBI/RCO, PRETORIA/RSO 

E.O. 11652: N/A 

TAGS: AEAC, ABLD, ASEC 

SUBJECT: COMMCENTER RENOVATIONS - MASERU 

REE: MASERU 1366 

1. THE FOLLOWING RESPONSES ARE GEARED TO THE NUMBERED 
PARAGRAPHS IN REFTEL. 
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PARA lA - CONCUR 
IB - CONCUR 
1C - CONCUR 
ID - CONCUR 
IE - CONCUR 

IE - POST REQUESTED TO KEEP DEPT INFORMED OF DECISION BY 
CONTRACTOR. 
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PARA IG - REGRET THAT DETAILS ARE NOT PRESENTLY AVAILABLE 
CONCERNING ANTENNAS. 

PARA 2 - CONCUR. TELEX ROOM MUST BE UPGRADED TO MEET 
VAULT SPECIEICATIONS (AS OUTLINED PARA 5 REETEL). EXIST- 
ING DOOR LEADING INTO TELEX ROOM MUST BE BLOCKED TO VAULT 
SPECIEICATIONS AND A NEW DOORWAY INSTALLED LEADING INTO 
ROOM FROM THE HALT .WAY INSIDE THE VAULTED AREA. THIS 
ARRANGEMENT WILL PERMIT U.S.EMBASSY EMPLOYEES TO ENTER THE 

PROPOSED CENTRAL FILES AREA WITHOUT HAVING TO PASS THRU 
THE RESTRICTED C AND R OFFICE. 

PARA 3 - THE GENERATOR ROOM IS BEING EXPANDED TO 8 X 16' 

AS NOTED ON DRAWING AA-453 PREVIOUSLY SENT TO THE POST. 
DEPARTMENT BELIEVES THIS WILL BE SUFFICIENT SPACE TO 
LOCATE THE 40KW C AND R GENERATOR AND RELATED EQUIPMENT. 

IT IS ANTICIPATED THAT THE DOORWAY BETWEEN THE GENERATOR 
ROOM AND THE EMBASSY OFFICES WILL BE BLOCKED ALTHOUGH 
THIS MAY NOT BE NECESSARY IF THE SEABEES CAN INSTALL ALL 
THE ANCILLARY EQUIPMENT IN SUCH A MANNER AS TO NOT BLOCK 
THE DOOR. IN ANY EVENT, THIS INCONVENIENCE IS CONSIDER- 
ABLY LESS THAN THE PROPOSAL TO LOCATE THE GENERATOR 70 
METERS TO THE REAR OF THE CHANCERY AT A SUBSTANTIAL IN- 
CREASE IN COST TO USG. THE QUESTION OF A REPLACEMENT FOR 
THE POST'S lOKW GASOLINE GENERATOR AND THE CONSTRUCTION 
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OF HOUSING FOR THE UNIT WILL BE THE SUBJECT OF A SEPTEL. 

PARA 5 - MASERU SITE SURVEY A-57 DTD DEC 22, 1975, DRAFTED 
BY RCO NAIROBI AND RSO PRETORIA, STATES THAT THE EXISTING 
VAULT IS A TRUE VAULT CONSTRUCTED UNDER SEABEE SUPER- 
VISION. DEPT RECORDS LIKEWISE INDICATE THAT VAULT CON- 
STRUCTION WAS USED IN THE EXISTING C AND R AREA. DEPT 
THEREFORE DOES NOT CONCUR THAT ADDITIONAL REINFORCING 
IS NECESSARY. ONLY THE ANNEXED TELEX ROOM WILL REQUIRE 
ADDITIONAL REINFORCING AS NOTED ABOVE. 

2. IN VIEW OF ADDITIONAL CONTRACTOR WORK, I.E., ANNEXING 
TELEX ROOM AND UPGRADING TO VAULT SPECS, ADDITIONAL 
LIGHT FIXTURES, EARTH GROUND, ETC., IT IS ASSUMED THAT 

A REVISION TO ORIGINAL COST ESTIMATE WILL BE FORTHCOMING. 

3. FYI, THE ELECTRICAL SPECIFICATIONS AND DRAWINGS AND A 
DETAILED DRAWING OUTLINING THE GENERATOR INSTALLATION ARE 
IN FINAL CLEARANCE PROCESS AND WILL BE FORWARDED TO POST 
ASAP. 

VANCE 
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Message Attributes 
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Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 
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Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE218597 
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Document Unique ID: 00 

Drafter: E/F:GLEENGLEBRAKE/PWS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 
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ISecure: 1 
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